
The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUOYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


03/07/12 


Tavares Brewington 
Assistant United States Attorney 

AUSA Brewington, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample #’s 


and 


3. Analysis sheets with chemist’s hand notations and IR test results. 

4. GC/MS analytical data for sample 

If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Folk OIG PRR 074563 









PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratoiy Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 


Amherst Hours 


8 : 00 - 11:00 

2 : 00 - 4:00 


9:00-12:00 

1 : 00 - 3:00 




City or Department: 

Name and Rank of Submitting Officer 


Police Reference No. 





To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 
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Received by: 



Date: //) ' [_Iff /0_ 














No. 

City: Fall River Police Dept. 
Officer: Detective N. PACHECO 

Def: 


Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 06/16/2010 
Gross Wt,: 4.71 


Date Analyzed: 



Subst: SUB 

No. Analyzed: 

Net Weight: 2 .X S' 
# Tests: 


Prelim: 

bAS<*. 




No. 

City: Fall River Police Dept. 


Officer: Detective N. PACHECO 
Def: 

Amount: 

No. Cont; 1 Cont: pb 

Date Rec’d: 06/16/2010 
Gross Wt.: 5.31 


Date Analyzed' 


3e> 


i.o 


Subst: SUB 

No. Analyzed: 

Net Weight: 


# Tests: 




City: Fall River Police Dept. 
Officer: Detective N. PACHECO 
Def: 

Amount: 

No. Cont: 1 Cont: pb 

Date Rec’d: 06/16/2010 
Gross Wt.: 3.78 


Date Analyzed: . 


(0 


Subst: SUB 

No. Analyzed: 

Net Weight: 0 '' 2, 


Prelim: tOC Clu^© 

b^e. 


Findings: 



# Tests: *o Pv-'O 




Folk OIG PRR 074565 














DRUG POWDER ANALYSIS FORM 


SAMPLE U 



No. of samples tested; 


AGENCY q 


ANALYST 
Evidence Wt 



PHYSICAL DESCRIPTION: 











Gross Wt ( ): 2. - 3 2. S~j 

Gross Wt { ):_ 

Pkg. Wt:_ 

Net Wt;' Z - 2. f 


PRELIMINARY TESTS 

Spot Tests 

Cobalt 

Thiocyanate ( -) v 

Marquis_ 

Froehde's _____ 
Mecke’s 


Mlcrocrvstalllne Tests 
Gold 

Chloride_^_ 

TLTA ( 2} ih _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS _ rcycml. 

date 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 

Folk_OIG_PRR 074566 












^ ' “ " r "' “ ““ 1 — ■ —'—I----- T -—-■—1 

4000.0 3000 2000 1500 1000 650.0 


cm-1 

c:\pel_data\spectral 


fell river.sp - ASD 09/28/10 


Folk_OIG_PRR_074567 










SEARCH REPORT 


Date: Tue Sep 28 2010 


Unknown: C:\pel_data\spectra 1 ! 
Library: C:\pei_data\libs\DL.idx 


Fail River.sp 


Euclidean Hit List: 

0.836 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.807 DL0178 COCAINE IN KBr 

0.641 DL0209 COCAINE HCI IN KBr (MERCK)-SAMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range: 4000.00 - 652.00 cm-1 
No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 


Folk OIG PRR 074568 



DRUG POWDER ANALYSIS FORM 


SAMPLE # 



AGENCY 


ANALYST 


- ^ 


No. of samples tested: 


Evidence WL 


PHYSICAL DESCRIPTION: 


^ V 


Gross Wt ( ): X - 3. \ b g" 

Gross Wt ( ):_ 

Pkg. Wt:___ 

' Net Wt: 2.Q "i 


PRELIMINARY TESTS 

Spot Tests 

Cobalt 

Thiocyanate ( —) -v- 
Marquis 

Froehde's_ 

Mecke's 


Microcrvstalline Tests 
Gold 

Chloride \ __ 

TLTA 1ZL±___ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS Cxoccaju 
DATE Q^i-2-> jp 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR _ 

DATE 


Revised 7/2005 









99.4 


2803.14 


2946.73 


I Fall River 


60 J 09/2S/2010 ASD 


25.0 

4000.0 


c:\peLdata\spectra' 


faH river .sp - ASD 09/28/10 



CXH” ! 


Folk OIG PRR 074570 






SEARCH REPORT 


Date: Tue Sep 28 2010 

Unknown: C:\peLdata\spectra\^^^^HFali River .sp 
Library: C:\pel_data\libs\DL.idx 


Euclidean Hit List 

0.849 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.1S S cScaInI Hem KBr (MERCKJ^AMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range: 4000.00 - 652.00 cm-1 
No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 


Folk OIG PRR 074571 





Revised 7/2005 

Folk OIG PRR_074572 











Folk OIG PRR 074573 







SEARCH REPORT 


Date: Tue Sep 28 2010 


Unknown: C:\pel_data\spectra^^^^^^jFail River.sp 
Library: C:\pel_data\libs\DL.idx 

Euclidean Hit List: 

0.824 DLI744 COCAINE (SYNTHESIZED CRACK) 

0.783 DL0178 COCAINE IN KBr 

0.619 DL0209 COCAINE HCI IN KBr (MERCK)-SAMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range: 4000.00 - 652.00 cm-1 
No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 


Folk OIG PRR 074574 


Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_29_10\745804.D 

ASD 

29 Sep 2010 10:50 

BLANK 

1 

DRUGS 

RTE 


V J/ 
3 


n 


Abundance TIC: 745804 JD 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


745804.D 


Wed Mar 07 14:08:28 2012 


Page 1 












Area Percent. / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\SYSTEM4\09 29 10\745805.D 

Operator 

ASD 

Date Acquired 

29 Sep 2010 11:04 

Sample Name 
Submitted by 

COCAINE STD 

Vial Number 

5 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

. TIC: 745805.0 

4,75 

1 1 

! ! 

1 1 

s ; 

i i 

j 

■j i 

I- ; 

aoooooj 

j i 

600000 1 

: i 

400000; 

; 200000 j 

i oL, . ' 1 ' ■ ' . . 

!Tlme :: > 2.00 2.50 3.00 

3.50 4.0cT 4.50 5.00 ' 5.50 6,00 6.50 ’ 7.66 7.6o' ‘ 8.00 ' 8.66' .9.00' 9.50 i 


Ret. Time 

Area 

Area % 

Ratio % 

4.748 

974556 

100.00 

100.00 


745805.D Wed Mar 07 14:08:32 2012 


Page 1 


Folk_OIG_PRR_074576 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\09_29_10\745805.D 

Operator : ASD 

Date Acquired : 29 Sep 2010 11:04 

Sample Name : COCAINE STD 
Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum 

Minimum 

Quality: 90 
Quality: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.75 

C:\DATABASE\SLI.L 




COCAINE 000050-36-2 99 























Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q3-2010\SYSTEM4\09_29_10\745806.D 

Operator : ASD 

Date Acquired : 29 Sep 2010 11:17 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance TIC: 745806.D 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


745806.D Wed Mar 07 14:08:37 2012 


Page 1 


Folk_OIG_PRR_074578 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_29_10\745807.D 

ASD 

29 Sep 2010 11:31 


ASD 

7 

DRUGS 

RTE 


Abundance 

1500000: 


4]75 


TIC: 745807.D 


i 1000000i 


500000; 2,20 


2 ; 04 i.33 




iTime-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 ^5.50 6.00 6.50 7.00 7^0 8.00 8.50 9.00 9.56 


Ret. Time Area Area % Ratio % 


2.040 
2.278 
2.331 
4.753 


261226 

428632 

146892 

1920463 


9.47 13.60 

15.55 22.32 

5.33 7.65 

69.65 100.00 


745807.D Wed Mar 07 14:08:42 2012 


Page 1 


Folk_OIG_PRR_074579 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_29_10\745807.D 
ASD 

29 Sep 2010 11:31 



Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2.04 


C:\DATABASE\PMW TOX2.L 


Cocaine-M/artifact -H20 

000000- 

-00- 

”0 

97 

MDA-M (desmethylenyl-methyl-) ME 

@ 000000- 

-00- 

"0 

37 

Metipranolol-M/artifact AC 

000000- 

-00- 

-0 

32 


Abundance 


Average of 270T3 io~2.IWmin.: 7T5807.D R 
152 


B0i 


60] 
40' 

20 


42 


82 


181 


122 


i \ ' 57 i 94 J 138 

! 65 : 107 i; i 

. Q ■, . .i;• I i | j:I ij:|,i ■ • !ii[ i -|-T4 ;iiji| : _ ( _ . ji; ^ ,. j m i L< - , t,...... ; •• rr J 1 . , t ^ 

40 50 60 70' 80 90 l60 110 l20 ’l30 140 150 l60 170 180 l90 200 210 


166 

E 


191 209 


240 250 


283 

t m rr' 

280 


Abundance 

80! 

i 

60! 


13574:' Cocaine-M7artifact -FT2CT 
162 


P753 


401 


20 


82 


94 


106 


181 


IT) /z-> 


122 

i i 

!i 166 

1! * 

l! 138 

j '* :~nr m \ : \ —i— \ rrr < 

iil i 


40 50 60 70 80 90 100 110 120 130 140 150 l6o 170 180 190 200 210 2^0 230 240 250 2^0 270 280 ' 


745807.D Wed Mar 07 14:08:42 2012 


Page 2 


Folk_OIG_PRR_074580 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_29_10\745807.D 

ASD 

29 Sep 2010 11:31 



Search Libraries: 


C :\DATABASE\S L I.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 


RT 


Library/ID 


CAS# 


Qual 


2.28 C:\DATABASE\PMW_TOX2.L 

Cocaine-M (methylecgonine) 
Cocaine 

Cocaine-M (methylecgonine) AC 


007143-09-1 97 
000050-36-2 38 
000000-00-0 38 


Abundance 


82 


Average of 2.2361o 2.310~fnin.: 745BG7.D pj 


801 


60; 


96 


40 


42 

! 


20; 


55 




0 


68 


! h 


L y 1 -i/, Ji;iZ4. d i J8. U. 


112 

; 4 00 140 ICC 

10$; | ^ 128 134^ 148 


168 

J 


182 


40 


50 60 80 90 loo "" 110' 12(T tiO 140 150 lOO " 170 180 ’ lOO 


199 

.I,.207 | 

200 210 I 


Abundance" 


80 j 


82 


"#467TCoca I n e- leegorun e J~ P852 


60 : 


96 


40 ! 


| 20; 


!i ij 

\: , ' 1 

jl. j ji 112 

1 j ; [ ■ 


168 


199 | 



140 

155 

182 

j . j 


. . ... 

. ilii. . . UJJ-f, , ,., . L,., , ,. 

.... • 

; i—-- ■■ ■ i ! t— r : • ■■ !" t $--i—r • 

\ 

180 Ido 

...~.Lj . 1 

rr\fz~> 40 50 

60 70 

80 90 100 110 120 130 

14_0_ 

150 160 170 

200 210 \ 


745807.D 


Wed Mar 07 14:08:43 2012 
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Folk_OIG_PRR_074581 


























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\09_29_10\745807.D 

ASD 

29 Sep 2010 11:31 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

7 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


2.33 C:\DATABASE\NIST98.L 

Pseudoecgonine methyl ester 

Methylecgonine 

Allopseudomethylecgonine 


099189-88-5 96 

007143-09-1 96 

1000120-22-1 95 


Abundance 


80 \ 


82 


Average of 2^01o'2V3Wnijn.: 745B07.EJ(-) 


96 


60 

! 



1 40 

42 

i i| 

: 20 

! ; 55 

i W 

I jj 


j j | 68 

L : i 

1 0 

!; . |:j .j . :j 

.. .. . ; .pj i. 1 i. i.... ...-j! || .,—rijn 

!L; .. j.;!?,/! 


112 199 

122 140 152 188 182 


I U 'i ! . 1 1* i .... ..a i I ; | • | !<^ ^ { .•■j.s T -r , T , r |~r : , • Utt ■ : r r -i-f 1 rVi-vr r+V: ■ i ■■vr’v: . t ~ i . . yi •: • • I - . ■ : I • j-rrr-i ; —f T i- “T |T 1 

m/z-> 40 50 60 70 80 90 100 110 l2G 130 140 150 160 170 l80 190 200 210 2$0 230 240 250 260 270 280 


208 


281 I 


Abundance 


80 


8,2 


1?32W1: Pseucfbecgoninelr^hyrester 


60, 


40 


98 


42 


20| | 55 


O’- 


68 


112 


122 


140 155 168 182 


199 


m/z~> 40 50 60 70 80 90 100 110 120J30 140J50 160 170 ih 190 2(fe 210 220 230^240J?50^260 2?(f 2^ j 

745807.D Wed Mar 07 14:08:44 2012 Page 4 


FolkJDIG_PRR_074582 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\09_29__10\745807.D 

Operator : ASD 

Date Acquired : 29 Sep 201 0 11:31 

Sample Name : HHHH 

Submitted by : ASD 

Vial Number : 7 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


4 4.75 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_29_10\745808.D 

ASD 

29 Sep 2010 11:44 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* **NO INTEGRATED PEAKS*** 


745808.D Wed Mar 07 14:08:48 2012 Page 1 


Folk_OIG_PRR_074584 






















Area Percent./ Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2 010\SYSTEM4\0 9_2 9_10\74 5 8 0 9,D 
ASD. 

29 Sep 2010 11:58 


ASD 

9 

DRUGS 

RTE 


Abundance TIC:745809.D 

1 12000001 4 I 75 

; 1000000 ; 

! I : 

eoooooi j 

I 600000j j 

I ! 

400000! ' 

j | 2.28 

j 200000; 2.04 I 

irime : -> 0 2.00^ 2J&0 3.00 3.86’ 4.00 4.50 ' 5.06 5.50 000 " 6.kT 7.00 



| 

____ ^ ^ . _I 

7 ^ 0 ^ 8 . 00 ^ s.ko ""aoo^g.kcT - i 


Ret. Time 


Area Area % Ratio % 


2.039 
2.277 
4.752 


188932 10.93 14.77 

260833 15.08 20.39 

1279514 73.99 100.00 


745809.D Wed Mar 07 14:08:53 2012 


Page 1 


Folk_OIG_PRR_074585 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_29_10\745809.D 

ASD 

29 Sep 2010 11:58 


ASD 
9 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

2.04 

C:\DATABASE\PMWJTOX2.L 




Cocaine-M/artifact -H20 

000000-00-0 98 



MDA-M {desmethylenyl-methyl-) ME 

@ 000000-00-0 38 



Metipranolol-M/artifact AC 

000000-00-0 32 



'Abundance 


80 i 


60 


401 


" ~ A3‘574rCbcaTne^/afnfacT-H20 
1$2 


~P753~ 


181 


| 20 

82 


122 


\ 

94 106 

138 ![ 

: j j l }' 

! 05 

i j 


: r-Ml-r .T-! i M , rrr f ^ 

m/z~> 

40 50 60 ' 7*0 ^80 

90 100 110 

120 130 140 150 


166 


745809.D 


Wed Mar 07 14:08:54 2012 


Page 2 


Folk_OIG_PRR_074586 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 


F:\Q3-2010\SYSTEM4\09_29_10\745809.D 

ASD 

29 Sep 2010 11:58 


ASD 

9 

DRUGS 


Integrator 

: RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

2.28 

C:\DATABASE\PMW_TOX2.L 

Cocaine-M (methylecgonine) 
Cocaine-M (methylecgonine) AC 
Cocaine 

007143-09-1 97 
000000-00-0 42 
000050-36-2 38 


Abundance 


80 


60 


\ 40 

42 

20 ! 

\ 

55 

1 « 

i l 

! i 

j 0 > 

, h );■*! 

Wz-> 

40 50 60 


82 


Average oT2.240To 2.309 rriln.: 745809.0 (-) 


96 


68 


• :; ! 

m! 112 1dn 168 1ft:> 199 

:!j! ! Si 1 122 155 I® 2 

,.!<}; . : : .104. . I 132 J i 

: i <-tHM ! iM-'j-fT- ♦4' |4 J +'i •'S'^bfr-t-r rH i‘i m • ; -f 1 1 • f-1— i . *~r-r- ‘.tt. nTi^- • ttti • t : , r.- ttt s -r-p-r . rrfr^r 

80 90 100 110 120 130 140 150 l60 170 ISO 190 200 210 220 230 240 250 2 


207 


281 

• “T“r : ,-m r; 

270 230 


'Abundance 


80 


60! 


40, 


20 ? 


0 , , : r-, 

jm !zr-> 40 


82 

1 


#467: Cocame-M“{meihy[ecgohme)'.~P8"52 


96 


199 


is! 


168 

112 140 155 i 182 


50 60 70 


745809.D 


80 ’ 90 100 110 120 130 140 150 160 170 18ol90 20 0 210 220 230 240 250 2I& 270 280 

Wed Mar 07 14:08:54 2012 Page 3 


Folk_OIG_PRR_074587 


























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\09__29_10\745809.D 

Operator : ASD 

Date Acquired : 29 Sep 201 0 11:58 

Sample Name : 

Submitted by : ASD 
Vial Number : 9 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


3 4.75 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_29_10\745810.D 

ASD 

29 Sep 2010 12:11 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


745810.D 


Wed Mar 07 14:08:59 2012 


Page 


1 



















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\09_29_10\745811.D 

Operator : ASD 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 11 

AcquisitionMeth: DRUGS 
Integrator : RTE 


29 Sep 2010 12:25 



Abundance TIC: 7458TTD 

i 2000000! 4 j 76 

j I | 

j 1500000 1 j 

j IOOOOOO! 

: j :i 

I 500000! 

1 ' .1 


Time-> 2.00 2,50 

3.66 3,50 4.00 ' 4.50 ' ’ 5.00 

5.50 6.00 

abb /.bo ‘ 7.5o ' abo abo abo aso ! j 

Ret. Time 

Area 

Area % 

Ratio % 

2.476 

196392 

7.31 

8.36 

3.978 

141679 

5.27 

6.03 

4.756 

2349860 

87.42 

100.00 


745811.D Wed Mar 07 14:09:04 2012 


Page 1 


Folk_OIG_PRR_074590 



















Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q3-2010\SYSTEM4\09 
ASD 

29 Sep 2010 12:25 


29 10\745811 . D 


ASD 

11 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 2.48 C:\DATABASE\PMW_TOX2.L 

Benzocaine @ 000094-09-7 93 
Bezafibrate -C02 000000-00-0 9 
Trichloroisobutyl salicylate 081405-66-5 4 


Abundance 


80 


Average of'2.455 to 2.571 min.: 745811.D (-) 
120 


60: 


40, 


20 i 

! 

i 

oL 


85 


92 


Abundance" 


41 46 52 60 ; 73 81 

rr-j-f i r-t- pH -t -i-Hl i . n-rrTrijHTirt-: i n—rbrr: t p r 

40 45 50 55 60 65 70 75 8'0 85 90 95 


108 


137 


150 


165 


-fil¬ 


ial 


TtTf- l ITT" : ftTTT r :""n-l"T7' 1 "m'"i ! IT]-: : I rmTT] T TT1 i ' : TTT1 I ' "pTT 'i ; TTT: j ITT 

> 110 115120 lid lio 135 140 145 150 155 160165 170 175 160 


"#T45/TBenzocaine 


120 


iFBTtr 


80! 


60; 


40 


165 


201 


0‘. 


65 


92 


108 


137 


132 




150 


Tv.rr+S.-.-r 


m/z--> 40 45 50 55 60 65 70 75 80 85 W 95 100 105 110 115 120 125 130 life 140 145 150 155 l60 165 170 175 180 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 

Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number 
AcquisitionMeth: 
Integrator : 


F:\Q3-2010\SYSTEM4\09_29_10\745811.D 

ASD 

29 Sep 2010 12:25 


ASD 

11 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMWJTOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.98 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


[Abundance 


7^vefag~eor3.952 to 4.068 min.:T4581 f.Df-J 
148 


80 


60 


40 ! 


20 


51 


73 

I 


41 


63 


89 

{ 


V i j? , \ i i Ij.ui 81 ii! i ('Hi in •; ;< 1 JV ii- 


101 


j ,j 

! Ii 


121 


130 


157 


176 


204 


189 


;-H-|‘rhTT-H-PP*Vr : , iVr-i m'itvnp *-i ;-pH^rpiTirm"i |44M i iTrrrrn 

Jm/z-> 40 50 60 70 8'0 90 100 110 1^0 130 140 160 160 170 180 idO 2d0 210_220 

Abundance” 


_ t _ 281 

2i6* 240 250 260 2 Yo 36 


80; 


W03“9T !mTda^[27^b]Ibfazo!e^,3^6^raliy(^-6^peny(- 

2Q4 


148 

i 


60 j 


40; 

201 

i 

i 

o . 


73 


51 63 


101 


89 


117 


127 

1 i 


. iU 6L . , iv.C ' 0 1. u. . >TT -H .■ ™ ,-n .,, 

50 80 70 80 90 100 110 120 130 140 150 160 170 180 190 200 2l0 2^0 230 240 250 260 270 280 


Ji4 09 6,:,^,. 


135 


176 

!! 157 167 i 185 


'm fz-> 


40 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\09_29_10\745811.D 

Operator : ASD 

Date Acquired : 29 Sep 201 0 12:25 

Sample Name : 

Submitted by : ASD 

Vial Number : 11 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

3 

4.76 

C:\DATABASE\SLI . L 

COCAINE 

000050-36-2 

99 


Abundance .Average of 4,7241b 418/7 min.1745811 .DTT 

82 

: i 182 

80; 



Abundance . .#29: COCAINE 

i 82 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\09_29_10\745823.D 

Operator : ASD 

Date Acquired : 29 Sep 2010 15:07 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q3-2010\SYSTEM4\09_2 9__10\74 5824 . D 
ASD 

29 Sep 2010 15:21 

COCAINE STD 
ASD 
5 

DRUGS 

RTE 


Abundance 

1000000 


800000 

600000 

i 400000, 

I \ 

r i 

! 200000j 


.-JTCT745824.D" 

4(75 


jrime~> 2.00 2.60 3.00 

3.50 ' 4.00 ‘ ' 4.(50 5.00 

5.50 6.00' 

1 6.50 ' 7.00 7.50 8.00 8.50 9.00 ' ' 9.50 ' ' ' j 

Ret. Time 

Area 

Area % 

Ratio % 

4,750 

983567 

100.00 

100.00 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F:\Q3-2010\SYSTEM4\09_29_10\745824.D 

ASD 

29 Sep 2010 15:21 

COCAINE STD 
ASD 
5 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMWJTOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


4.75 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


80! 


82 

j 


Average of47291o 4 r86“6“min : 74582TO {-} 


182 


60| 


40; 


20 i 


I 42 


51 


94 


105 


67 


122 


135 


152 


198 


166 


0 i,i. ■ i, jl-j-i. ,:. rr kM^ ,i f°! . . .J;, 

;m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 18 0 1$0 200 210 220 230 240 250 260 270 280 290 300 

Abundance 


272 

242 253 ; 281 


303 


82 


80 [ 

60! 

401 

20 : 42 


#29TTrcrc”AiNe 


182 


94 

j 105 

; j 


51 


077 


68 
:! 


122 

! 114 : 135 152 166 

'' i ’' L rr'r rfijY-j . , , ptJ.,,., T .fij i fn 


198 


214222 


244 259 


272 


303 


m/z~> 40 50 60 70 80 90 100 110 120 130 140 150 100 170 180 190 200 210 220 230 240 250 260 270 280 2§0 300 
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